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INDICATOR, 

Boston, Mass. 


Speed— The R. Woodman Mfq, 
& Supply Co., 63 Oliver St., 



An ingenious little instrument for 
ining the correct speed of 
Dynamos, Steam Engines, Snafting, 
Floor Machines, &c. No lirst-class 
median ic.superintendent, or factory 
should be without one. They are 
adapted to hollow or pointed 
centers and are absolutely 
correct. Every indicator 
is handsomely nickel- 
plated and of convenient 
size to carry in the pocket. 
prick : 

Split Cap, adapted to 
either hollow or pointed 

centers.$1.00 

Plain Cap, for hollow centers 

only.75 

We also keep a Double Register¬ 
ing Speed Indicator. Prices on ap 
plication. 




